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MINISTRY OF IRRIGATION AND POWER 

ORDER 

Neic Delhi, the 2nd May 1967 

S.O. 1643.—In exercise of the powers conferred by sub-section (3) of section 
67 of the Punjab Reorganisation Act, 1966 (31 of 1966), the Central Government 
hereby directs that the Punjab ElocLricity Board conslitihed un(.ier the Electricity 
(Supply) Act, 1948 (58 of 1948), for the Stale of Punjab as it existed immediately 
before the 1st day of November, 1^66, which has continued to function under 
sub-section (1) of that section, shall cease to function as from and shall be dis- 
solved on, the 2nd day of May, 1967. 


[No, EL.IL3(17)/66-(ni).] 
K. P. MATHRANI, Secy. 
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